AMENDMENT NO. 1 JULY 2019 
TO 
IS 2082 : 2018 STATIONARY STORAGE TYPE ELECTRIC 
WATER HEATERS — SPECIFICATION 


(Fifth Revision) 


(Second cover page, Foreword) — Substitute ‘IS 302-2-21 : 2018’ for 
‘IS 302-2-21 : 2011’ and wherever it appears in the standard. 


(Page 4, clause 18.2) — Substitute “The mixing factor shall be as declared 
by the manufacturer” for the existing clause. 


(Page 5, clause 22.1.3) — Substitute the following for the existing clause: 
‘22.1.3 Routine Test 
The schedule of routine test shall be as given in Annex A of IS 302 (Part 1).’ 
(Page 5, Table 2) — Substitute the following for the existing table: 


Table 2 Schedule of Type Tests 
(Clause 22.1) 


SI No. Test Reference Clause 
q) (2) (3) 
i) Safety requirement 8 to 31 of IS 302-2-21 
ii) Capacity 14 of IS 2082 
iii) Standing loss 15 of IS 2082 
iv) Hot water output 16 of IS 2082 
v) Reheating time 17 of IS 2082 
vi) Mixing factor 18 of IS 2082 
vii) Deviation of dial calibration 19 of IS 2082 
viii) Cyclic temperature variation 20 of IS 2082 
ix) Finish 21 of IS 2082 
(ETD 32) 
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